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GENERAL CATALOGUE 

of 


• Illuminating Glassware 
and Lighting Fixtures 

for 

COMMERCIAL 

and 

RESIDENTIAL 

LIGHTING 


Manufactured by ... . 

The Crown Crystal Glass Co. Ltd. 


HEAD OFFICE 


DOWLING STREET, WATERLOO, N.S.\ 
rlephone : REDFERN 1651 - 8 Lines 


INTERSTATE OFFICES : 

428-434 SPENCER STREET, MELBOURNE 
CAMPBELL’S BUILDINGS, CREEK STREET, BRISBANE 
WHEELER’S BUILDINGS. NORTH TERRACE, ADELAIDE 
MUNSTER HOUSE, MURRAY STREET, PERTH 
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CROWN 


LIGHTING WARE 


We believe that Crown Lighting Glass is now so well known in Australia 
that it needs little in the way of introduction. The following information 
however is set out to supplement the general descriptions in this Catalogue 

“ GrO’Wll QpCll Glass Is made in 3 layers, the inside and 
outside being of Clear Glass and the centre of Pure White Opal. 

This method of manufacture permits the minimum amount of Opal or 
Obscure glass to be used thereby obtaining the minimum loss of light 

“ Crown ” Daylight Glass Many lines of “Crown” Units 
are made in a Special Glass, the inner and outer layers being of a 
Special Blue colouring, which counteracts the red rays of the lamp, 
giving a soft light which closely approaches natural daylight. The 
use of this glass is specially recommended for Stores, Workrooms, 
etc., where natural light is not obtainable. 

Finishes "Crown” Glass is made in the following finishes— 

PLAIN — This is a White Glazed finish. 

SATIN FINISH- As the name implies is a Soft Satin-like finish, 
although not quite smooth it will not hold dust or dirt and is 
easily cleaned. 

MATT Finish is a rough Acid finish which makes the surface of 
the glass appear a dead white. 

Colours All Colour-Shading and Decorations on “Crown” Glass 
are guaranteed permanent, being glazes or enamels burned into 
the glass. 

Packing All “Crown" Glass and Fittings are packed in standard 
cartons. 

Prices of “Crown” Glass are the same all through Australia. 

** Crown ” Metal Fittings are made of the highest grade of 
materials throughout, the factory being equipped with the latest and 
best machinery. All Glassware and Fittings being made to Australian 
and British Standardisation Committee's Specifications. 

We shall be glad to submit designs and quotations for the manufacture 
of any Special Lighting Fixtures where it is found impossible to make 
a satisfactory selection from this Catalogue. 
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INDEX 


No. Description 

> 1 16 Plain Balls 

> 212 Ribbed Balls 

> 116 Advertising Globes 

Fancy Balls 

> 701 Fancy Shades 

> 711 Plain Shades 

Bead Tops 

> 908 Ribbed Shades 

> 1016 Plain Hemispheres 
1116 Enclosed Units 

a 1416 Enclosed Units 

a 1516 „ „ 

Bathroom Units 

» 1716 Enclosed Units 

a 1812 Indirect Bowls 

» 1912 „ „ 

» 2012 

o 2116 Enclosed Units 

Hall Units 


2510 
2609 ti 
2706 ti 

2806 t< 
1012 ti 

3112 ti 
3206 
3316 
3408 t< 
3514 
3608 t. 
3708 6 


2916 Indirect Bowls 
1014 

Hall Units 
Decorative Units 

3414 Acorns and Bowls 

Indirect Bowls 

3614 Acorns, Units and Bowls ... 
3714 Acorns and Bowls 


3908 to 3914 

4110 Ceiling Fitting 

4210 to 4212 Pines 

4310 to 4112 Ribbed Hemispheres 

4408 Enclosed Unit 

4507 to 4514 Shades. Acorns, Bowls and 


4815 
4912 tc 
5012 l< 
5112 tc 

5314 

5414 

5514 

5614 

5714 


No. Description 

o 4614 Acorns and Bowls .. 
o 4714 Indirect Bowls ... 

Enclosed Units 


6108 

6216 

6314 

6414 

6512 

6608 


Galleon Lantern 

Indirect Bowl 

Enclosed Unit 

Extralite Unit 

Bowl and Unit 

Shades 

o 6914 Indirect Bowls 

o 7016 „ „ 

Art Moderne Fitting ... 


MI5 
M4006 
M4714 
M5S14 „ 

Metal Fittings 
Table Standard Lamps ... 


Bracket Lantern 
Suspension Lantern 
Lantern 
Indirect Bowl 
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CROWN CRYSTAL GLASS CO. LTD. - -- SYDNEY 

LIGHTING FIXTURES FOR ALL PURPOSES 



Here is an example of a CROWN GLASS Lighting Fixture. The main Opal Glass unit shown above is 
29 inches in diameter. Few, if any, larger one piece opal units will be found anywhere in the world. 
For lighting efficiency, beauty of design and harmonious colour treatment, this fitting would be difficult 
to surpass. The overall dimensions are — Height, 8ft. Diameter, 3ft. 6in. 


MADE IN AUSTRALIA 
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Manufactured by 

CROWN CRYSTAL GLASS CO. LTD. - -- SYDNEY 

These Coloured Illustrations are intended as a guide to Buyers when ordering CROWN GLASS 
THE PRICES DO NOT INCLUDE METAL FITTINGS. SEE PAGES 4 Si 5 




Dec. No.' 17 2a 2 Mosaic! 12in ‘ Encloscd Unil 72/6 Dec. No.' Brown{ 12in ' Encloscd Unil 25/6 

Dec. No. I# I3 Mauve} ,2in ' Inc * irect Bowl 18/6 Dec. No°' T Pink }l2in. Indirect Bowl 18/6 
There is a CROWN GLASS Unit for every Point 

MADE IN AUSTRALIA 
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Manufactured by 

CROWN CRYSTAL GLASS CO. 


LTD. - - - SYDNEY 


This page is intended to demonstrate the colour treatments obtainable in CROWN GLASS. 

Any of the Lines shown in this Catalogue can be obtained in similarly attractive colours. 

The Prices are for Glassware only. 

SEE PAGES 4 & 5 FOR "CROWN" METAL FITTINGS FOR USE WITH THESE SHADES 



Any of the above can be supplied in all Standard Colours. 


MADE 


IN AUSTRALIA 
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“CROWN METAL FITTINGS 


Price List 


ON APPLICATION. 



CANOPIES AND CEILING PLATES. 





i WILL BE SUBMITTED ON APPLICATION 


MADE IN AUSTRALIA 
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'CROWN METAL FITTINGS 

FOR USE WITH CROWN GLASS 

Manufactured by 

CROWN CRYSTAL GLASS CO. LTD. - -- SYDNEY 



STANDARD CEILING FLANGE HINGED CEILING FLANGE 




4{in. SHALLOW 
GALLERY 



DEEP WAISTED 
CEILING FLANGE 



SPECIAL CEILING OR 
PEDESTAL FITTING 
FOR USE WITH 
ADVERTISING GLOBES 


MADE 


IN AUSTRALIA 
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Manufactured 

CROWN 


by 

c 


cr\o\VN 



RYSTAL GLA SS 


GUA^S 

CO. LTD. - -- SYDNEY 


THE PILLAR OF LIGHT 

An Excellent Example of Modern Art in Illumination 



This Magnificent Lighting Fixture in Art Moderne Design is a fine example of our 
ability to deal with the unusual in illumination. It is made entirely of plate glass and 
treated by our new and patented process, the only metalwork visible being the small clips 
at the corners. 

There are no shadows, the whole surface being evenly illuminated. 

Overall Dimensions: 

Height, 10ft. Diameter at Base, 3ft. 6in. 

MADE IN AUSTRALIA 
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cr\o\VN |ji| gla^s 

CROWN CRYSTAL GLASS CO. LTD. - -- SYDNEY 
ART MODERNE LIGHTING FIXTURES 



' ’ZZttX.-.'TSZ 

MADE IN AUSTRALIA 
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Cr\OV/N 


Manufactured by 

CROWN CRYSTAL GLASS 


GLA^S 

CO. LTD.-- 


E Y 


ART MODERNE LIGHTING FIXTURES 

THE GLASS IN THESE MODERNE FIXTURES IS TREATED BY OUR OWN PATENT PROCESS 
IN THE LATEST COLOURS AND TINTS, THE METAL WARE BEING FINISHED IN DULL 
BRONZE OR OXY. SILVER TO TONE. ALL COLOURS ARE GUARANTEED FADELESS 



Diam., 22ins. 
Overall Length. 46ins. 
Price Complete. £6. 
M2 

Overall Length, 48ins. 
Price Complete, £5/1$/-. 


M3 

Round or Hex. Discs. 
Price Complete £$/!/-. 


M8 

Diam., 12ins. 
Overall Length. 36ins. 
Price Complete, £}. 
M7 

Overall Length, 36ins. 
Price Complete, £4/10/-. 


MADE IN AUSTRALIA 
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cr^pv/N 


CROWN CRYSTAL GLASS 


GUAJSS 

CO. LTD.-- 


E Y 


ART MODERNE LIGHTING FIXTURES 

FIRELIGHT. MAGENTA. SMOKE. TANGO, BLUE AND PINK ARE THE PRINCIPAL COLOURS 
APPLIED TO THESE FIXTURES BY OUR OWN PATENT PROCESS. ALL COLOURS BEING 
GUARANTEED FADELESS AND INDESTRUCTIBLE. 



M6 


Width. 7ins. Length. 9ins. 
Price, as illustrated, 28/-. 


M9 Round 


um Diam.. 17ins. 
;ngth, 48ins. 
Complete. 55/- 


M9 Square 

Maximum Diam., 20ins. 
Length. 48ins. 

Price Complete, 55/-. 



MADE IN AUSTRALIA 
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Cf\OV/N |ggp GLASS 

CROWN CRYSTAL GLASS CO. LTD. - -- SYDNEY 


ART MODERNE LIGHTING FIXTURES 



MADE IN AUSTRALIA 
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CRpWN 

Manufactured by 



GUAJ5S 


CROWN CRYSTAL GLASS CO. LTD. ...SYDNEY 

THE GOTHIC UNIT No. 5212 



THIS UNIT HAS BEEN DESIGNED SPECIALLY FOR USE IN BUILDINGS OF THE GOTHIC 
STYLE OF ARCHITECTURE. IT IS PARTICULARLY SUITABLE FOR CHURCH LIGHTING, 
ITS SHAPE PROVIDING THE MAXIMUM ILLUMINATION OVER A WIDE AREA. 

Cat. No. Diam. Fitter. Size of Lamp. Price Plain Satin Etched 

5212 12in. 6in. 200 to 500 watt 37/6 41/3 47/6 

THE ABOVE PRICES ARE FOR GLASSWARE ONLY. SEE PAGES 4 & 5 FOR PRICES OF 
“CROWN METAL FITTINGS” 

As Illustrated in Oxy. Copper or Fior. Bronze 13/- Per Set. 

MADE IN AUSTRALIA 
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cr^pv/N 

Manufactured by 



CROWN CRYSTAL GLASS 


GL'AJsS 

CO. LTD. - - 


SYDNEY 


DECORATIVE ENCLOSED UNIT No. 3316 



The Metal Fittings 
illustrated with this Unit 

“CROWN BRAND” 

6jin. 2-piece Deep 
Gallery 

1 Yard Heavy Chain 
4{in. Ceiling Canopy 


PRICE: 

In Oxydiscd Copper 
or Florentine Bronze, 
11/- Per Set. 


THIS ATTRACTIVE LIGHTING UNIT HAS BEEN MADE TO SATISFY THE DEMAND FOR 
THE ORNAMENTAL FIXTURE COMBINING ATTRACTIVE AND DIGNIFIED DESIGN 
WITH EFFICIENT ILLUMINATION. IT IS ESPECIALLY SUITABLE FOR USE IN 
STORES, LARGE OFFICES, BANKS, etc. 

Cat. No. Diam. Fitter Size of Lamp Price Plain Satin Finish 

3316 16in. 6in. 200 to 500 watt. 39/6 43/6 


THESE PRICES ARE FOR GLASSWARE ONLY. SEE PAGES 4 Si 5 FOR OTHER TYPES OF 
“CROWN METAL FITTINGS.” 


MADE IN AUSTRALIA 
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CF\OWN IgS GUAgS 

Manufactured by CSttsS 

CROWN CRYSTAL GLASS CO. LTD. ... SYDNEY 

THE EXTRA!,] TE UNIT No. 6414 


The Metal Fittings 
illustrated with this Unit 

“CROWN BRAND” 
and comprise 

6|in. Pat. Adjust- 
able Gallery 
36in. Heavy Chain 
4}in. Ceiling Canopy 


PRICE: 

In Oxydised Copper 
or Florentine Bronze, 

13/- Per Set. 



THIS UNIT LOSES NONE OF ITS EFFICIENCY ON ACCOUNT OF THE ORNAMENTAL 
DESIGN. WHICH WILL BLEND WITH ANY SURROUNDINGS. IT IS PARTICULARLY SUIT- 
ABLE FOR THE LIGHTING OF SHOPS. STORES. AND OFFICES. 

Cat No. Diani. Fitter Size of Lamp Price Plain Satin Decorated 

6414 Min. 6in. 100 to 300 watt 27/6 30/- 37/6 


THESE PRICES ARE FOR GLASSWARE ONLY. SEE PAGES 4 & 5 FOR OTHER TYPES OF 
"CROWN METAL FITTINGS” 


MADE IN AUSTRALIA 
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CRpWN fi| GLASS 

Manufactured by 

CROWN CRYSTAL GLASS CO. LTD. - -- SYDNEY 

FOR COMMERCIAL LIGHTING 



The Metal Fittings 
illustrated are 
“CROWN BRAND” 
and comprise 

6{in. 2-piece Deep 

36in. Heavy Chain 
4}in. Ceiling Canopy 

PRICE: 

In Oxydised Copper 
or Florentine Bronze, 
11/- Per Set. 


THE EFFICIENT 
DISTRIBUTION 
EMINENTLY 


OF SOFTLY 


THIS EXTREMELY G. 
DIFFUSED LIGHT i 
FOR INSTALLATIONS I 


IF F S 

S: £: 




RICES ABE F ° R 


3R TYPES OF 
n P tnd 16in. 


MADE 


IN AUSTRALIA 
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CJ\OV/N fj§ GLA^S 

Manufactured by 

CROWN CRYSTAL GLASS CO. LTD. -- - SYDNEY 

FOR COMMERCIAL LIGHTING 


The Metal Suspension 

“CROWN BRAND” 
comprising 

1 6-jin. 2-piece Gallery 
36in. Heavy Chain 
1 4 jin. Ceiling Canopy 


PRICE: 

In Oxydised Copper 
or Florentine Bronze, 
11/- Per Set. 


No. 1716 



THIS IS ONE OF THE BEST PLAIN UNITS FOR GENERAL LIGHTING AND IS SPECIALLY 
SUITED FOR OFFICES AND SHOPS. 


712 

714 

716 


Diam. Fitter Size of Lamp Price Plain Satin Decor. Etched 

8 jin. 4in. 60 watt 8/6 9/3 10/- — 

lOin. 4 or 6in. 75 or 100 watt 12/- 13/3 15/9 — 

I2in. 6in. 100 or 150 watt 16/- 17/6 21/- 25/6 

Min. 6in. 150 or 200 watt 20/- 22/- 27/6 30/- 

16in. 6in. 200 or 300 watt 27/6 30/3 35/- 39/6 


THESE PRICES 


FOR GLASSWARE ONLY 


SEE PAGES 4 


“CROWN METAL FITTINGS" 


& 5 FOR OTHER TYPES OF 


MADE 


IN AUSTRALIA 
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Manufactured 

CROWN 


CFvpV/N 



CRYSTAL GLASS 


GLA£S 

CO. LTD SYDNEY 


FOR COMMERCIAL LIGHTING 


The Metal Fittings 
illustrated with this Unit 

“CROWN BRAND” 
and comprise 

6jin. 2-piece Deep 
Gallery 

36in. Heavy Chain 
4jin. Ceiling Canopy 


PRICE: 

In Oxydised Copper 
or Florentine Bronze, 
11/- Per Set. 


THIS UNIT IS SPECIALLY SUITED FOR THE LIGHTING OF OFFICES AND PUBLIC 
BUILDINGS, BEING PLEASING IN APPEARANCE AND HIGHLY EFFICIENT. 

Number Diam. Fitter Size of Lamp Price Plain Satin Decor. Etched 

1514 I4in. 6in. 150 or 200 watt. 20/- 22/- 27/6 30/- 

1516 16in. 6in. 200 or 300 watt. 27/6 30/3 35/- 37/6 

THESE PRICES ARE FOR GLASSWARE ONLY. SEE PAGE 4 & 5 FOR OTHER TYPES OF 
“CROWN METAL FITTINGS” 

MADE IN AUSTRALIA 
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Manufactured 

CROWN 


CRpWN 



CRYSTAL GLASS 


GLSA^S 

CO. LTD. - -- SYDNEY 


FOR COMMERCIAL LIGHTING 


The Metal Fittings 
illustrated with this Unit 

“CROWN BRAND” 
and comprise 

6{in. 2-piece Deep 
Gallery 

36in. Heavy Chain 
4 jin. Ceiling Canopy 


PRICE: 

In Oxydised Copper 
or Florentine Bronze, 
11/- Per Set. 



No. 1116 


THE LIGHTING CHARACTERISTICS OF THIS UNIT ARE SIMILAR TO CROWN UNIT 2116, 
BUT THE DESIGN IS A LITTLE MORE DECORATIVE, AND IS PARTICULARLY SUITABLE 
FOR USE IN SMALL INSTALLATIONS. 


THE ABOVE PRICES ARE FOR GLASSWARE ONLY. SEE PAGES 4 & 5 FOR OTHER TYPES 
OF “CROWN METAL FITTINGS” 


MADE 


IN AUSTRALIA 
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CI\OV/N fij GUA£S 

Manufactured by 

CROWN CRYSTAL GLASS CO. LTD. - -- SYDNEY 

FOR SHOP AND OFFICE LIGHTING 



The Metal Fittings 
illustrated with this Unit 

“CROWN BRAND" 
and comprise 

6 Jin. 2-piece Deep 
Gallery 

36in. Heavy Chain 
4}in. Ceiling Canopy 


PRICE: 

In Oxydised Copper 
or Florentine Bronze, 
11/- Per Set. 


THIS UNIT IS SPECIALLY DESIGNED TO PROVIDE THE MAXIMUM LIGHTING SURFACE, 
GIVING DOWNWARD AND OUTWARD ILLUMINATION, AND IN ADDITION THROWS A 
STRONG UPWARD LIGHT. THEREBY CREATING A SEMI-INDIRECT LIGHTING EFFECT, 
AND SHOWING TO ADVANTAGE AN ORNAMENTAL CEILING. 

Cat No. Diam. Fitter Size of Lamp Price Plain Satin Decor. 

1414 Min. 6in. 150 or 200 watt. 22/6 24/9 30/- 

1416 16in. 6in. 200 or 300 watt. 30/- 33/- 37/6 


This Unit can be supplied in Daylight Glass at 25% on the above prices. 

THESE PRICES ARE FOR GLASSWARE ONLY. SEE PAGES 4 SC 5 FOR OTHER TYPES OF 
“CROWN METAL FITTINGS” 


MADE 


IN AUSTRALIA 
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Manufactured by 

CROWN C 


CPvpWN «gfc GLASS 


RYSTAL GLASS CO. LTD.-. 


SYDNEY 


PRICES ARE FOR GLASSWARE ONLY. SEE PAGES 4 & 5 FOR "CROWN METAL FITTINGS” 
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CRpWN 

Manufactured by 



GLASS 


CROWN CRYSTAL GLASS CO. LTD. - -- SYDNEY 

PRICES ARE FOR GLASSWARE ONLY. SEE PAGES 4 SC 5 FOR “CROWN METAL FITTINGS” 



PLAIN BALLS. 

Car. No. Diameter 

106 6in. 

108 8in. 

HO lOin. 

112 12in. 

114 Min. 

116 16in. 

BATHROOM UNIT. 



RIBBED BALLS. 

Cat. No. Diameter 
206 6in. 

208 8in. 

210 lOin. 

212 12in. 

PLAIN UNIT. 

1210 lOin. 


Numbers 110 to 114 may be supplied in Daylight Glass at 25% on prices shown 


Price 


10 /- 


M A D E IN AUSTRALIA 
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CRpWN 

Manufactured by 



GUA£S 


CROWN CRYSTAL GLASS CO. LTD. - -- SYDNEY 

PRICES ARE FOR GLASSWARE ONLY. SEE PAGES 4 SC 5 FOR “CROWN METAL FITTINGS” 



Cat. Nc 
707 
711 


PLAIN. 




Satin 

5/- 



RIBBED. 

Cat. No. Diam. Fitter 
900 11 in. 2{in. 

906 6in. 2Jin. 

908 8in. 2}in. 

4310 lOin. — 

4312 12in. — 


Plain 


15/9 


Satin 

9/3 


17/3 


Numbers 1008 to 1016 may be supplied in DAYLIGHT Glass at 25% on above prices 


MADE 


IN AUSTRALIA 
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Manufactured by 


CROWN 


GLASS CO. 


LTD. - - - SYDNEY 


SEE PAGES 4 & 5 FOR “CROWN METAL FITTINGS' 



TABLE STANDARD LAMPS, with Metal Base, finished in Florentine Bronze. Oxy. Copper 
or Coloured Enamel. Complete with Glass Shades and 2 yards of Flexible Cord, as 
illustrated ..... Price 32/6 each 


6314 Unit, as illustrated, is specially suitable for Home or Office Lighting. I 
dignified Etched Decorations in Brown, Blue and Tango. Price, 

The Metal Fittings are “Crown Brand.” Price, as illustrated, 1 3/- per set. 


t is also made with 

Plain 

Satin or Matt 

Etched 


25/- 

37/6 


MADE IN AUSTRALIA 
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Manufactured 

CROWN 


CRpWN 



CRYSTAL GLASS 


GLAJ5S 

CO. LTD. - -- SYDNEY 


CUT CRYSTAL and PRESSED GLASS 
TABLE LAMPS 


The “Krystcllite” Table Lamp is made 
of “Crown” Pressed Glass, the Metal- 
work being heavily Nickel Plated. It 
is supplied complete with 2 yards of 
Silk Cord and Plug. 

PRICE: 25/- 





MADE IN AUSTRALIA 
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Manufactured by 

CROWN CRYSTAL GLASS CO. LTD. - -.SYDNEY 



TABLE 

STANDARD 

LAMPS 


No. 5 Glass Table Standard Lamp, 
with Parchment Shade. Decoration 
No. 87. May also be obtained in a 
pleasing variety of colours and 
designs. 

PRICE: From 27/6 
With Lamp inside Base, 


MADE IN AUSTRALIA 
2 + 
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CROWN CRYSTAL GLASS CO. LTD. - -- SYDNEY 



MADE IN AUSTRALIA 
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CPvOV/N 

Manufactured by 



CROWN CRYSTAL GLASS 


GUAJ5S 

CO. LTD. - -- SYDNEY 


THE COMBINATION GLASS AND METAL FIXTURES SHOWN BELOW ARE PRICED 
COMPLETE WITH SUSPENSION CHAINS AND CEILING CANOPIES AND MAY BE OBTAINED 
IN OXIDISED COPPER OR FLORENTINE BRONZE 



7014 CAMEO, Min. 
7016 CAMEO, I6in. 


Lantern No. 4006 c 


a be supplied with House 


or Number or Coloured Red 


MADE IN AUSTRALIA 
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cp^oWn |||J gla^s 

CROWN CRYSTAL GLASS CO. LTD. - -- SYDNEY 
PRICES GIVEN BELOW ARE FOR GLASSWARE ONLY. 

SEE PAGES 4 SC 5 FOR CROWN METAL FITTINGS 



MADE IN AUSTRALIA 
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Manufactured 

CROWN 


CI^pWN 



CRYSTAL GLASS 


GLAJ5S 

CO. LTD. - -- SYDNEY 


PRICES GIVEN BELOW ARE FOR GLASSWARE ONLY. SEE PAGES 4 & 5 FOR 
"CROWN METAL FITTINGS" 



Cat. No. Description 

4507 Shade 

4508 Acorn 

4510 Acorn 

4512 Indirect Bowl 

4512x6 Enclosed Unit 
4514 Indirect Bowl 

4514x6 Enclosed Unit 


Plain 


8/6 


12/6 

16/- 

21 /- 


MADE IN AUSTRALIA 
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15/9 


17/6 

23/- 


From the collections of Sydney Living Museums / Historic Houses Trust of NSW 



Manufactured 

CROWN 


CRpWN 



CRYSTAL GLASS 


GLA^S 

CO. LTD. - - 


SYDNEY 


PRICES GIVEN BELOW ARE FOR GLASSWARE ONLY. SEE PAGES 4 & 5 FOR CROWN 
METAL FITTINGS. 



Cat. No. 
3608 

3612 x 6 
3614 x 6 
3612 
3614 



10/- 

12/9 



10/6 each 
21/- each 
26/3 each 
14/6 each 
16/6 each 


WHEN ORDERING. STATE CATALOG No.. FINISH OR COLOUR. STANDARD COLOURS 
A RE PINK , BLUE. BROWN. MAUVE. TANGO. YELLOW. 


MADE IN 


AUSTRALIA 
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Manufactured 

CROWN 


by 

c 


CI^OV/N 



R YSTAL GLA SS 


GLA^S 

CO. LTD. 


SYDNEY 



From the collections of Sydney Living Museums / Historic Houses Trust of NSW 


CROWN |ig GLA^S 


Manufactured by 

CROWN CRYSTAL GLASS CO. LTD. 


SYDNEY 

ac 5 FOR 



From the collections of Sydney Living Museums / Historic Houses Trust of NSW 



Manufactured by 


CRpWN ftf GLS\£S 


CROWN CRYSTAL GLASS CO. LTD. -- - SYDNEY 

PRICES ARE FOR GLASSWARE ONLY. SEE PAGES 4 815 FOR “CROWN METAL FITTINGS” 




Opal or Flint Glass Satin Finished 
Decorated 


6216 BOWL. 16in. 

24/9 each 
28/6 ” 

6108 ANTIQUE LANTERN 


6014 BOWL. Min. 
17/3 each 


MADE IN AUSTRALIA 
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CROWN 

Manufactured by 

CROWN CRYSTAL GLASS 
PRICES ARE FOR GLASSWARE ONLY. SEE PAGES 



GLAJ5S 

CO. LTD. - -- SYDNEY 

4 & 5 FOR “CROWN METAL FITTINGS” 
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CRpWN Sgfef’ GLASS 

CROWN CRYSTAL GLASS CO. LTD. - -- SYDNEY 

INDIRECT HOWLS 



These Bowls are made in all Standard Colours and a wide range of Beautiful Decorations, giving a 
selection to suit any surroundings 

Cat. No. Diam. Fitter. Plain. Satin or Matt. Sprayed. Decorated. 

1910 12in. lOin. 12/- 13/3 15/- 18/6 

1912 Min. 12in. 17/6 19/3 21/- 23/9 


WHEN ORDERING. STATE CATALOGUE No., DECORATION No., AND COLOUR 


MADE IN AUSTRALIA 
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CPyOWN |gj GLS\£S 

CROWN CRYSTAL GLASS CO. LTD. - - - SYDNEY 

INDIRECT BOWLS 

THESE BOWLS ARE ONE OF THE BEST SHAPES FOR USE WHERE GOOD LIGHTING IS 
REQUIRED. 



« only a few of the Bea 


:iful, Arli! 

Colour 

Plain 


ic Treatments applied to this Bowl i 
atin or Matt. Sprayed Decorated 


MADE IN AUSTRALIA 


From the collections of Sydney Living Museums / Historic Houses Trust of NSW 



CI^OV/N ||| GUAJSS 

CROWN CRYSTAL GLASS CO. LTD. - -- SYDNEY 
PN” 3-CHAIN SUSPENSIONS FOR THESE BOWLS, 5/6 PER SET. 
iC 5 FOR OTHER TYPES OF "CROWN METAL FITTINGS” 





3 STATE CATALOGUE No., DECORATION No., . 


MADE IN AUSTRALIA 
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From the collections of Sydney Living Museums / Historic Houses Trust of NSW 


CRpWN |g|p GLA3S 

CROWN CRYSTAL GLASS CO. LTD. - -- SYDNEY 

STANDARD “CROWN" 3-CHAIN SUSPENSIONS FOR THESE BOWLS, 5/6 PER SET. 

SEE PAGES 4 & 5 FOR OTHER “CROWN METAL FITTINGS” 



The shape of these bowls is in keeping with the present demand for “Art Moderne” furnishing, the 
surface lending itself equally to floral or futuristic treatment to harmonise with any home. 


Cat. No. 
4712 


Plain Satin or Matt Decor. Etched 
15/9 17/3 21/- 25/- 

18/3 20/- 26/6 28/6 


WHEN ORDERING STATE CATALOGUE No., DECORATION No., AND COLOUR 


MADE IN AUSTRALIA 


From the collections of Sydney Living Museums / Historic Houses Trust of NSW 



CJ^pV/N fg| GLASS 


CROWN CRYSTAL GLASS CO. LTD. 

INDIRECT BOWLS 


■ SYDNEY 



A simple and 


Cat. No. 
3012 
3014 



Blue, Coffee. 


WHEN ORDERING STATE CATALOGUE No., DECORATION No., AND COLOUR 


MADE 


IN AUSTRALIA 
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From the collections of Sydney Living Museums / Historic Houses Trust of NSW 




Manufactured 

CROWN 


CI^pWN 



CRYSTAL GLASS 


GL9V5S 

CO. LTD. - - 


SYDNEY 


INDIRECT BOWLS 

STANDARD “CROWN” 3-CHAIN SUSPENSIONS FOR THESE BOWLS, 5/6 PER SET. 
SEE PAGES 4 & 5 FOR OTHER “CROWN METAL FITTINGS” 



Cat. No. Diam. Fitter Plain Satin or Matt Decorated 

3112 12in. 8Jin. 13/6 14/9 21/- 

3114 14in. 12in. 18/6 20/6 26/- 

WHEN ORDERING STATE CATALOGUE No., DECORATION No., AND COLOUR 

MADE IN AUSTRALIA 
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From the collections of Sydney Living Museums / Historic Houses Trust of NSW 


Manufactured 

CROWN 


CRpWN 



CRYSTAL GLA SS 


GLASS 

CO. LTD. 


SYDNEY 


PRICES ARE FOR GLASSWARE ONLY. SEE PAGES 4S5 FOR “CROWN METAL FITTINGS” 



Cat. No. Description 
3708 Acorn 

3712 Indirect Bowl 

3714 Indirect Bowl 

3808 Acorn 

3812 Indirect Bowl 

3814 Indirect Bowl 



IOin 


lOin 

12in 


Plain 

8/3 

10/- 


8/3 

10/- 


Satin Finish Coloured 
9/- 11/- 

11/- 14/6 

14/- 16/6 

9/- 11/- 

14/- 16/6 


Decorated 


17/9 


19/6 


WHEN ORDERING, STATE CATALOGUE No., FINISH OR COLOUR. STANDARD COLOURS 
ARE PINK, BLUE, BROWN, MAUVE, TANGO, YELLOW. 


MADE 


IN AUSTRALIA 
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From the collections of Sydney Living Museums / Historic Houses Trust of NSW 



Manufactured 

CROWN 


CRpWN 



CRYSTAL GLA SS 


GLA^S 

CO. LTD. - - 


SYDNEY 


PRICES GIVEN BELOW ARE FOR GLASSWARE ONLY. SEE PAGES 4 * 5 FOR "CROWN 
METAL FITTINGS” 



All the lines illustrated may 


Cat. No. 


6912 

6914 

6512 


6608 

6708 


Diam 

12in 


be supplied in Satin or Matt White Finishes, 
Colour Treatments. 


Fitter 

lOin. 

12in. 

lOin. 

6in. 

2*in. 



16/6 


Sprayed 

16/6 

14/6 

21 /- 


Decoratcd 

15/- 

17/6 


MADE IN AUSTRALIA 


From the collections of Sydney Living Museums / Historic Houses Trust of NSW 




CROWN 

Manufactured by ^ 

CROWN CRYSTAL GLASS 
PRICES ARE FOR GLASSWARE ONLY. SEE PAGES 
FITTINGS” 



GLS\£S 

CO. LTD. ...SYDNEY 

4 & 5 FOR SUITABLE "CROWN METAL 



From the collections of Sydney Living Museums / Historic Houses Trust of NSW 



Manufactured by 

CROWN C 


CRpWN 



GLA£S 


RYSTAL GLASS CO. LTD. - - 

HALL UNITS 


SYDNEY 


PRICES ARE FOR GLASSWARE ONLY. SEE PAGES 4K5 FOR “CROWN METAL FITTINGS" 



WHEN ORDERING, STATE CATALOGUE Np 


12/6 

, DECORATION No., AND COLOUR 


MADE IN AUSTRALIA 


From the collections of Sydney Living Museums / Historic Houses Trust of NSW 



Manufactured by 

CROWN 


CRpWN 



GLS\£S 


CRYSTAL GLASS CO. LTD... 

HALL UNITS 


SYDNEY 


PRICES ARE FOR GLASSWARE ONLY. SEE PAGES 4 Sc 5 FOR “CROWN METAL FITTINGS” 



an >' surroundings. 

Cat. No. Finish Diam 

2208 Plain 8in. 

2208 Satin 8in. 

2208 Decorated 8in. 

WHEN ORDERING, STATE CATALOGUE No., DECORATION No., AND COLOUR 


MADE IN AUSTRALIA 

4+ 



From the collections of Sydney Living Museums / Historic Houses Trust of NSW 



Manufactured by 

CROWN CRYSTAL GLASS CO. LTD. - SYDNEY 
ACORNS 

PRICES GIVEN BELOW ARE FOR GLASSWARE ONLY. SEE PAGES 4 SC 5 FOR “CROWN 
METAL FITTINGS" 



From the collections of Sydney Living Museums / Historic Houses Trust of NSW 



cr^pv/N 


CROWN CRYSTAL GLASS 


GLA3S 

CO. LTD. - - 


SYDNEY 


ACORNS 

THESE ACORNS ARE MADE IN TWO SIZES AND MAKE A DAINTY LOUNGE. HALL OR 
BEDROOM FITTING. 



Made in all Standard Colours and a very wide range of Beautiful Decorations. 

Cat. No. Diam. Fitter Plain Satin or Matt Decorated 

2806 6in. 4in. 6/3 7/- 9/- 

2808 8in. 4in. II/- 12/- 15/- 

PRICES ARE FOR GLASSWARE ONLY. SEE PAGES 4 Si 5 FOR “CROWN METAL FITTINGS' 

MADE IN AUSTRALIA 

+6 


From the collections of Sydney Living Museums / Historic Houses Trust of NSW 




CRpv/N iif GLASS 


Manufactured by 

CROWN CRYSTAL GLASS CO. LTD. 


■ SYDNEY 


ACORNS 

THESE ACORNS ARE MOST SUITABLE FOR BEDROOMS. HALLS, AND SMALL ROOMS, 
WHERE A SOFT COLOURFUL LIGHT IS REQUIRED. 



From the collections of Sydney Living Museums / Historic Houses Trust of NSW 




Manufactured by 

CROWN C 


CI\OV/N 



R YSTAL GLASS 


ACORNS 


GLAJ5S 

CO. LTD. - -- SYDNEY 


PRICES GIVEN BELOW ARE FOR GLASSWARE ONLY. SEE PAGES 4 Si 5 FOR “CROWN 
METAL FITTINGS” 



The above illustrations show only a few of the Decorations which are applied to these Acorns, all of 
which are made in all Standard Colours and Beautifully Tinted. 

Cat. No. Diam. Fitter Plain Satin or Matt Decorated 

1509 9in. 4in. 8/- 8/9 13/3 

WHEN ORDERING STATE CATALOGUE No., DECORATION No., AND COLOUR 

MADE IN AUSTRALIA 
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From the collections of Sydney Living Museums / Historic Houses Trust of NSW 



CROWN C 


CROV/N 



RYSTAL GLASS 


GLA^S 

CO. LTD.-- 


SYDNEY 


ACORNS 


THESE ACORNS ARE MADE IN TWO SIZES AND ARE IDEAL FOR 
USE IN HALLS OR BEDROOMS. 



From the collections of Sydney Living Museums / Historic Houses Trust of NSW 


Cr^OV/N |gf| GLS\£S 

CROWN CRYSTAL GLASS CO. LTD. - - - SYDNEY 

SEE PAGES 4 & 5 FOR “CROWN METAL FITTINGS” FOR USE WITH THESE SHADES 



Cat. No. Diam. 
Top— RIBBED SHADE 900 Ilin. 

Centre— PLAIN SHADE 2609 9in. 

2612 12in. 


Fitter 

2}in. 



Bottom— BELL SHADE 


2616 

707 


2|in. 4/6 

3}in. 97- 




range of Beautiful Colours and Decorative Tr. 


Decor. 


13/3 

18/6 

26/3 

6/9 

12/6 


MADE IN AUSTRALIA 

50 


From the collections of Sydney Living Museums / Historic Houses Trust of NSW 


Cr^OWN GLA3S 

CROWN CRYSTAL GLASS CO. LTD. - -- SYDNEY 

I SC 5 FOR “CROWN 



Plain Opal 

Satin or Matt 


Decorated 


701, 702, 703 809 

BELL SHADES BEAD TOP 

6in. x l|,in. 9in x 2}in. 



4408 

ENCLOSED UNIT 


10 /- ., 


Ail these Shades 




MADE IN AUSTRALIA 


From the collections of Sydney Living Museums / Historic Houses Trust of NSW 



CRpWN !|| GLA£S 

CROWN CRYSTAL GLASS CO. LTD... 

INDIRECT BOWLS & ACORNS 
For Domestic Lighting 


SYDNEY 



MADE IN AUSTRALIA 
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From the collections of Sydney Living Museums / Historic Houses Trust of NSW 




CROWN C 


CRpv/N 



RYSTAL GLASS 


GUA5S 

CO. LTD.-- 


SYDNEY 



ADVERTISING GLOBES 

The Colours and Lettering on CROWN Advertising Globes are GUARANTEED PERMANENT, being 
fired on to the glass in TRANSPARENT COLOURS. Always insist on CROWN Advertising Globes. 


MADE IN AUSTRALIA 
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From the collections of Sydney Living Museums / Historic Houses Trust of NSW 


From the collections of Sydney Living Museums / Historic Houses Trust of NSW 


